21 10 W. WALNUT STREET • CHICAGO, ILLINOIS 606 1 2 


RAM MEDALLION DISPLAY PROGRAM "B" 


QUANTITY 

MODEL 

NUMBER 

DESCRIPTION 

TOTAL 

COST 

SUGGESTED 

MIN. ADVERTISED 

2 

R-250 

1/4" Drill 

$19.90 

$ 29.90 

2 

VR-250 

1/4" Variable Speed Drill 

27.00 

39.76 

2 

R-380 

3/8 " Drill 

26.94 

39.76 

2 

R-385 

3/8" Reversible Drill 

29.90 

45.76 

2 

VR-380 

3/8" Variable Speed Drill 

35.90 

55.00 

2 

R-500 

1/2" Drill 

39.90 

59.00 

2 

R-550 

1/2" Reversible Drill 

43.90 

63.00 

2 

R-585 

1/2" Compact Drill 

29.90 

45.76 

2 

R-355 

1/2" Reversible Compact Drill 33.90 

47.90 

2 

VR-585 

1/2" Variable Speed Drill 

39.90 

59.00 

2 

R-88 

7-1/4" Saw 

39.98 

59.76 

2 

R-7 

7-1/4" Ball Bearing Saw 

49.50 

73.76 

2 

R-44 

Sabre Saw 

23.90 

35.90 

2 

R-120 

Two-Way Sander 

23.90 

35.90 

2 

R-60 

Router 

39.90 

59.76 

2 

RB-4 

4 Pc. Set Router Bits 

12.94 

17.24 

2 

R-600 

Bench Grinder 

39.90 

59.76 

2 

R-900 

7" Polisher 

35.20 

53.76 



Total Cost of Tools 

$593.06 

$880.68 


Minimum Profit $287.62 

Free Metal Floor Gondola 

Display - RD-17 75.00 Value 


Total Value 


$362.62 


YOUR PROFIT ON SELL AT MINIMUM ADVERTISED PRICES IS: 32% 
PLUS FREE SELF-MERCHANDISING FLOOR GONDOLA 


(PHOTO OF DISPLAY ON REVERSE SIDE) 
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